Clef 

Master Rhythm 

7 pole DIN socket 


plug 

specification 


Foot Pedal 
FP-1 


Ground (gn) 


Clock/2 (pk) 
Foot Pedal Start (yw) 
Clock Out (pu) 



Audio Output (rd) 
Foot Pedal Stop (wh) 
Start/Stop Output (bl) 


colors 

gn(green), pk(pink), rd(red), yw(yellow), wh(white) 
pu(purple), bl(blue) 



Audio Out 



Clef to DIN-Sync 

Adapter DIN-Sync plug 

(Slave) 
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